Message 


From: Lawler, Michael (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/0U=MASSMA1L- 

01/CN=RECiPlENTS/CN=MICHAELLAWLER] 

Sent: IpIlQll 11:42:17 PM 

To: Williams, Megan (NOR) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Megan. Williams] 

CC: Corbett, Kate (DPH) [/0=C0MM 0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett] 

Subject: update on Comm, 


ADA Williams, 

After speaking to you, 1 went to the archives to bring up the chemist’s notes and saw that Della Saunders is not your 
custodial chemist. On the summons addressed to me, she is hand noted as a second chemist, but actually the chemist’s 
notes reveal that Kate Corbett was the custodial chemist responsible for the chain of custody, the substance weights and 
the preliminary tests on the exhibit. I was the gc/ms operator who did the instrument analysis as a confirmation. 

Della was not a participant. 

I will check with Kate Corbett tomorrow and check what her availability is but I cannot speak to her status. At this 
moment, her notes are beyond my reach. Our protocol precludes me pulling her records. So I don’t have a meaningful 
“discovery” package to send you tonight. 

Again, I'll double check Kate's status with her tomorrow and cal! you between 8:15 am and 8:30 


Mike Lawler 
State Lab 
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